Site Name 


Feature Location 


6 D's 


Reasons 


CHARNOCK GROVE 


o/s 63 


Dangerous 


Decay 


CHARNOCK GROVE 


o/s 59 


Damaging 


exposed and significant root 
erosion. (TR: Felling-) - 
Exposed and significant root 
erosion 











CHARNOCK GROVE 



o/s 47 



Dangerous 



Senescent 75% vol. crown 
dead or dying - in decline 



Existing species 



Planting notes 



Replant species 





Malus sp 


o/s 63 


TR: Replanting: Malus 
'Rudolph 1 - o/s 63 




Prunus avium 


Plant in verge o/s 59 (same as 
felled tree) 


TR: Replanting- Pyrus 
'Chanticleer 1 - Plant in verge 
o/s 59 (same as felled tree) 




Prunus sp 


Plant in verge just to side of 
47 (same as felled tree) 


TR: Replanting, Pyrus 
'Chanticleer' - Plant in verge 
just to side of 47 (same as 
felled tree) 










